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CONPIDENTIAL OECD PARIS 29449 

EXCON 
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TAGS: ESTC, COCOM, CZ, GW 

SUBJECT: GERMAN MASK ALIGNMENT AND EXPOSURE 
EQUIPMENT TO CZECHOSLOVAKIA - IE 1355 

REF: COCOM DOC (75) 2307 

1. URGENCY PROCEDURE: ONE TYPE KSM-MJB 21 DOUBLE MASK 
ALIGNMENT AND EXPOSURE EQUIPMENT WITH KSM HORIZONTAL 
SPLITPIELD MICROSCOPE AND ACCESSORIES ORDERED BY KOVA, 
PRAGUE FOR USE BY SLOVENSKA AKADEMIE VED USTAV ELEKTRO- 
TECKNIKY, BRATISLAVA-CESTA, DUBRAVSKA POR RESEARCH INTO 
THE MANUPACTURE AND FOR TESTING OP SEMI CONDUCTOR HEAVY- 
CURRENT ELEMENT POR THE AUTOMOTIVE INDUSTRY. VALUE 
$32,866. 

2. URGENCY PROCEDURE IS INVOKED BECAUSE THE APPLICANT 
WILL INCUR PENALTY IP DELIVERY NOT MADE IN EARLY DECEM- 
BER. CASE SCHEDULED POR COCOM MEETING NOVEMBER 17. 


3. ACTION REQUESTED: US VIEWS BY NOVEMBER 17. 
TURNER 

CONPIDENTIAL 
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